PILOT'S INFORMATION INDEX 


' 1. The following is an index of instructions and regulations essential to safe 
operation of aircraft and equipment: August 1, 19he 


and efficient 


a. “Army Regulations: 
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30-10 as Aireraft Spins 

58-24 Thunderstorms 

i pp ae Supervision of Training Fliphts 


39-37 


Flight in Thunderstorm 


ce Air Corps Circulars: 
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Transition Flying Training 

Flights to Carribbean Bases 

Flights to Sea 

Desicn and Flight Limitations of Service Airplanes 

Design and Flight Limitations.of Service Airnlanes 

Pilot Status 

Minimum Pilot requirements for Multi-Engined Planes 

Airport Traffic, Control and Traffic Information 

Arny Airways Communication System Radio Operating Procedure 


Effects of High Altitude on Flying Personnel 

Effect of Temperature on Altimeters 

Aircraft Flying through Aberdecn,.Marvlanc,, Proving Ground 
Danger Area 

Clearance for Aircraft, AAP. Form 23 

Filing Flight plan on Flights between other than AAF Stations 
Instrument and Hooded Flying 

Instrument and Hooded Fljring 

Wearing of Parachutes 

Report of Uffects of Slectrical: Phenomena on Airplanes in 
Flight 


ATreysition Flying in OA-9 Type Airplanes 


Flying of Aircraft Absent from Home Station 
Canada, Reciprocal Transit of Military Aircraft 
Check Lists. for ‘Pilets 
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Running of Bneines Installed in Airplanes while on Ground 


Ge Technical Orders 
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00-2526 
00-2567 
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Procedure to be Followed in Case of Fires During Flight 
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Talze-Off & Landing precautions 

Numbering © Marking of Airdrome Runways & Landing Strips 

Lffect on Flying Personnel of High Centrifugal Forces 

Effects of Hieh Altitudé’.on Flying Personnel 

Vontilation of Airplanes in Hot “eather 

Operation on Muddy or Snow Covered Fields 

Flying Multi-Eng. Planes with one or more engines useless 

Use of Landing “heel Brakes 
(con't) 
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Technical Orders Continued: 


O1-1-29 
O1-1-30 
01-1-33 
01-1-35 
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01-1-50 
01-1-60 
01-1-60! 
01-1-109 
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Use of Surface Control Locks ¢ 
Mim. Altitudes 
Mendling 


Wine, Tip Stalls 
conbied Grenades 


Use of 


Towing, 


Use of 
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Precautions Against 
Nperation & Flight Instructions - 


fooring 
Pians 
Flaps 


Required to 
of Tricycle 
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Recover from Yertical Dives 
Landing Gear Equipped Airplanes 


of Airvlanes 


Fouling Controls 
B-175 


Insp. of Surface Controls 


7-9-2 
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7-23 <2 
faeries 
11-8-39 


5e1 hie 
Cm? Om) 1 
heLell 
)-2-le 
hab5ealje 
7-10-l2 
5-20-12 
T- =16-1,1 


ll-le a) 


7-8-2 
6=9-h2 
28a)? 
6-15-42 
-19-h2 


20-2 
B=13-37 
925 -L,1 
6-15-L2 
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01-hoan-26 Airplane Flight Restriction - heh, 

01-60PD-9. Spin Restrictions - AT-6A 

01-G60GB-1 Operation and Adjustment Instructions for Elec. Power Equip «iepbee2-l2 

01-653c-6 Flight Restrictions and Inspection - P-l7B 

02-1-5 Overation of Carburetor Air Ileaters and Induction, De-Icers 

0e-1-7 Detonation in Aircraft Engines 

O@—1-15 Inspection & Replacement of Engines After Accidents Involving 
Sudden Stoppage of Proneller 

-1-23 Flight Operation of Aircraft Engines 
02 -1-29 Ground Operation Instructions for Aircraft ingines 
02-11-2908 Ground Overation Instructions for Aircraft Engines 
-1-29C Ground Operation Instructions for Aircraft Engines 

O@-1-%2 Recommendations to Eliminate Engine Failures 

02+1-69 Reduction of Maximum Enyine Power in Combat Airplanes 

3-1-2 Safety Belts (Paragraph 1 Only) 

07-10-15 Onerating Fuel Systems 

03-10-28 Operation of Fuel Booster Pumps 

03-10G-1 Operation of Carburetor Mixture Controls 

03-20-6 Overation of Propeller Controls During Landing 

03-20-1h; Instructions for Feathering and Unfeathering Hamilton 
Standard ifydromatic Propeliers 

04-30-26 Instructions for Shimmy Danver - Nose Wheel - Toudaille 

07-45-11 Icing of Aircraft 
) 02-50-1 Use of Oxygen 

03-50-6 Oxygen Masks - Type A-7 & A-8 

04-50A-1 Handbook of Instructions with Parts Catalog for - Oxygen 
Regulations - Types A-6, A-8, A-8A, A-9, & A-9A 

05-L5-5 Restricted Use of Automatic Pilots 

06-5-1 Use & Disposition of Fuels 

06-5-1A Use & Disposition of Pue 

06-10-1 Aireraft Iingine Lubricating O11 - Grades & Use 

06-10-14 Aircraft Engine Lubricating O11 - Grades & Use 

11-1-3 Dive Bombing Restrictions 

11-15-1 M-8 Parachute Flare (Paragraph 3 Only) 

11-15-1¢ M-8 Parachute Flare 

11-159 M-2 Pyrotechnic Pistols - Precautions in Use 

11-25-4 Safety Precautions When Releasing Bombs 

11-25+7 Selection of Bombs to be Released 

11-25-65 Bomb - Armor Plerein¢g, 1,00 Pound - M-63 

13-1-3 Life Preserver Vost - Typo B-3 & B-4 


I hereby certify that I have read and understand the pane a 


August 1, 19hiz 
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publications. 
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